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(Copte* of spectflcatton*. standarda, drawli«t. buUetins and publications required by suppliers 

to connection with specific procurement functions should be obtolned from the procurliw actlvltv 
or as directed by the contracting officer.) ^ 

2.2 CONFUCTING REQUIREMENTS. In the event of a conflict between requirements, the 

foUowlng order of preoedenoe ehaU apply. The contractor shaU alao notify MIT/IL APOLLO 
Management of the conflict. 

a. The contract 

be This specification 

c. Documents listed in this section 



































